REVISION RECORD FOR THE 
STATE OF CALIFORNIA 

ERRATA 


January 1, 2017 

2016 Title 24, Part 9, California Fire Code 


General Information: 

1. The date of these errata is for identification purposes only. See the History Note Appendix at the end of the code. 

2. These errata are issued by the California Building Standards Commission in order to correct nonsubstantive printing errors or 
omissions in California Code of Regulations, Title 24, Part 9, of the 2016 California Fire Code. Instructions are provided below. 

3. Health and Safety Code Section 18938.5 establishes that only building standards in effect at the time of the application for a 
building permit may be applied to the project plans and construction. This rule applies to both adoptions of building standards for 
Title 24 by the California Building Standards Commission and local adoptions and ordinances imposing building standards. An 
erratum to Title 24 is a nonregulatory correction because of a printing error or omission that does not differ substantively from 
the official adoption by the California Building Standards Commission. Accordingly, the corrected code text provided by this 
erratum may be applied on and after the stated effective date. 

4. You may wish to retain the superseded material with this revision record so that the prior wording of any section can be easily 
ascertained. 


Remove Existing Pages 

593 and 594 
665 and 666 


Insert Buff Colored Pages 

593 and 594 
665 and 666 


Item No. 5590S161 



REFERENCED STANDARDS 


80- 

-16 

82— 

-14 

85- 

-15 

86- 

-15 

92- 

-15 

99- 

-15 

101- 

-15 

105- 

-16 

110- 

-16 

111- 

-16 

120- 

-15 

160- 

-11 

170- 

-15 

204- 

-15 

211- 

-13 

241- 

-13 

253- 

-15 

260- 

-13 


261- 

-13 

265- 

-11 


286- 

-15 

289- 

-13 

303- 

-11 

318— 

-15 

326- 

-10 

385- 

-12 

400- 

-16 

407- 

-12 

409- 

-16 

410- 

-10 

484- 

-15 

495- 

-13 


NFPA—continued 

(6) Smoke alarms and smoke detectors shall not be installed within a 36 in. (910 mm) horizontal path from the 
supply registers of a forced air heating or cooling system and shall be installed outside of the direct airflow 
from those registers. 

(7) Smoke alarms and smoke detectors shall not be installed within a 36 in. (910 mm) horizontal path from the 
tip of the blade of a ceiling-suspended (paddle) fan. 

(8) Where stairs lead to other occupied levels, a smoke alarm or smoke detector shall be located so that 
smoke rising in the stairway cannot be prevented from reaching the smoke alarm or smoke detector by an 
intervening door or obstruction. 

(9) For stairways leading up from a basement, smoke alarms or smoke detectors shall be located on the 
basement ceiling near the entry to the stairs. 

(10) For tray-shaped ceilings (coffered ceilings), smoke alarms and smoke detectors shall be installed on the 
highest portion of the ceiling or on the sloped portion of the ceiling within 12 in. (300 mm) vertically down 
from the highest point. 

(11) Smoke alarms and detectors installed in rooms with joists or beams shall comply with the requirements 
of 17.7.3.2.4 of NFPA 72. 

(12) Heat alarms and detectors installed in rooms with joists or beams shall comply with the requirements of 
17.6.3 of NFPA 72. 


Standard for Fire Doors and Other Opening Protectives.703.1.3, 1010.1.4.3 

Incinerators, Waste and Linen Handling Systems and Equipment . 603.8 

Boiler and Combustion System Hazards Code.Table 2204.1 

Standard for Ovens and Furnaces.3001.1 

Standard for Smoke Control Systems. 909.7,909.8 

Health Care Facilities Code.611.1, 1105.5.2, 1105.10.1, 1105.10.2, 5306.4, 5306.5 

Life Safety Code. 807.4.3.2, 1029.6.2 

Installation of Smoke Door Assemblies and Other Opening Protectives. 703.1.2 

Emergency and Standby Power Systems. 604.1.2, 604.4, 604.5, 913.5.2, 913.5.3 

Stored Electrical Energy Emergency and Standby Power Systems. 604.1.2, 604.4, 604.5 

Fire Prevention and Control in Coal Mines.Table 2204.1 

Standard for the Use of Flame Effects Before an Audience. 308.3.2 

Standard for Fire Safety and Emergency Symbols.907.1.2,1025.2.6.1 

Standard for Smoke and Heat Venting.Table 901.6.1,910.5.1 

Chimneys, Fireplaces, Vents and Solid Fuel-burning Appliances.603.2 

Safeguarding Construction, Alteration and Demolition Operations.3301.1 

Standard Method of Test for Critical Radiant Flux of Floor 

Covering Systems Using a Radiant Heat Energy Source.804.3.1, 804.3.2, 804.4 

Methods of Tests and Classification System for 

Cigarette Ignition Resistance of Components of Upholstered Furniture.805.1.1.1, 805.2.1.1, 

805.3.1.1,805.4.1.1 

Standard Method of Test for Determining Resistance of Mock-up Upholstered 

Furniture Material Assemblies to Ignition by Smoldering Cigarettes. 805.2.1.1, 

805.3.1.1,805.4.1.1 

Standard Methods of Fire Tests for Evaluating Room Fire Growth Contribution 

of Textile Wall Coverings in Full Height Panels and Walls.803.5.1, 803.5.1.1, 803.5.1.2, 

803.5.2, 803.6 

Standard Methods of Fire Tests for Evaluating Contribution of 

Wall and Ceiling Interior Finish to Room Fire Growth. 803.1, 803.1.2, 

803.1.2.1, 803.5.1, 803.5.2, 803.6, 803.7 

Standard Method of Fire Test for Individual Fuel Packages. 806.2, 807.4, 807.5.1.1, 808.3 

Fire Protection Standard for Marinas and Boatyards.905.3.7, 3603.5, 3603.6, 3604.2 

Standard for the Protection of Semiconductor Fabrication Facilities.2703.16 

Standard for the Safeguarding of Tanks and Containers for Entry, Cleaning, or Repair.3510.1 

Tank Vehicles for Flammable and Combustible Liquids. 5706.5.4.5, 5706.6, 5706.6.1 

Hazardous Materials Code. 5601.1.5, 6304.1.2, Table 6304.1.5(1), Table 6304.1.5(2) 

Standard for Aircraft Fuel Servicing. 2006.2, 2006.3 

Standard for Aircraft Hangars.914.8.3, Table 914.8.3, 914.8.3.1, 914.8.6 

Standard on Aircraft Maintenance.2004.7 

Standard for Combustible Metals.Table 2204.1 

Explosive Materials Code. 202, 911.1, 911.4, 5601.1.1, 5601.1.5, 5604.2, 

5604.6.2, 5604.6.3, 5604.7.1, 5605.1, 5606.1, 5606.5.2.1, 
5606.5.2.3, 5607.1, 5607.9, 5607.11, 5607.15 
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NFPA—continued 


Safe Havens and Interchange Lots for Vehicles Transporting Explosives.5601.1.2 

Standard for Road Tunnels, Bridges, and Other Limited Access Highways . 319 

Powered Industrial Trucks, Including Type Designations, 

Areas of Use, Maintenance and Operation.5003.7.3 

Prevention of Fire and Dust Explosions from the Manufacturing, 

Processing and Handling of Combustible Particulate Solids.Table 2204.1 

Standard for the Prevention of Sulfur Fires and Explosions.Table 2204.1 

Standard for the Prevention of Fires and Explosions in Wood Processing and 

Woodworking Facilities.Table 2204.1, 2805.3 

Standard Methods of Fire Tests for Flame-propagation of Textiles and Films. 806.2, 807.4, 


807.5.1.2, 2603.5,3104.2 

Fire Retardant Treated Wood and Fire-Retardant Coatings for Building Materials. 803.4 

Standard System for Identification of the Hazards of 

Materials for Emergency Response. 606.7, 202, 3104.2, 5003.2.2.1, 5003.2.2.2, 

5003.5, 5003.10.2, 5005.1.10, 5005.2.1.1, 
5005.4.4, 5503.4.1, 5704.2.3.2, 


Standard for the Installation of Carbon Monoxide (CO) Detection and 

Warning Equipment.915.5.1, 915.5.2, 915.6 

Standard on Water Mist Fire Protection Systems. 202, Table 901.6.1, 904.11.1.1 

Code for Fire Protection of Historic Structures.1103.1.1 

Model Rocketry.5601.1.4 

Code for Fireworks Display.202, 5604.2, 5608.1, 5608.2.2, 5608.5, 5608.6 

Manufacture, Transportation, Storage and 

Retail Sales of Fireworks and Pyrotechnic Articles.202, 5601.1.3, 5604.2, 

5605.1, 5605.3, 5605.4, 5605.5, 5609.1 

Code for the Manufacture of Model Rocket and High Power Rocket Motors.5601.1.4 

Standard for the Use of Pyrotechnics Before a 

Proximate Audience. 5604.2, 5605.1, 5608.1, 5608.2.2, 5608.4, 5608.5 

High Power Rocketry.5601.1.4 

Clean Agent Fire Extinguishing Systems as amended* .Table 901.6.1, 904.10 


*NFPA 2001, Amended Sections as follows: 


Add Sections 4.3.5.1.1 and 4.3.5.2.1 as follows: 

4.3.5.1.1 Alarms signals from the fire extinguishing system shall not interfere with the building fire alarm signal. 

4.3.5.2.1 The lens on visual appliances shall be “ red” in color. 

Exception: Other lens colors are permitted where approved by the enforcing agency. 


SFM 


State of California 

Department of Forestry and Fire Protection 
Office of the State Fire Marshal 
P.O. Box 944246 
Sacramento, CA 94246-2460 


Standard 


Referenced 

reference 


in code 

number 

Title 

section number 

SFM 12-3 

Releasing Systems for Security Bars in Dwellings . 


SFM 12-7-3 

Fire-testing Furnaces . 


SFM 12-7A-1 

Exterior Wall Siding and Sheathing . 


SFM 12-7A-2 

Exterior Window . 


SFM 12-7A-3 

Under Eave . 


SFM 12-7A-4 

Decking . 


SFM 12-7A-4A 

Decking Alternate Method A . 


SFM 12-7A-5 

Ignition Resistant Building Material . 


SFM 12-8-100 

Room Fire Tests for Wall and Ceiling Materials . 


SFM 12-10-1 

Power Operated Exit Doors . 


SFM 12-10-2 

Single Point Latching or Locking Devices . 


SFM 12-10-3 

Emergency Exit and Panic Hardware . 


(The Office of the State Fire Marshal standards referred to above are found in the California Code of Regulations, Title 24, Part 12.) 
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HISTORY NOTE APPENDIX 


California Fire Code 

(Title 24, Part 9, California Code of Regulations) 


HISTORY: 

For prior code history, see the History Note Appendix to the 
California Fire Code 2010 Triennial Edition, effective Janu¬ 
ary 1, 2011. 

1. SFM 03-12—Adopt the 2015 edition of the Interna¬ 
tional Fire Code published by the International Code 
Council®, for incorporation into the 2016 California 
Fire Code , CCR Title 24, Part 9 with amendments for 
State regulated occupancies, effective on January 1, 
2017. 

2. Errata to correct editorial errors within the preface as 
well as throughout various chapters in this code. 
Effective January 1, 2017. 
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People Helping People Build a Safer World' 



INTERNATIONAL 

CODE 

COUNCIL® 


Helpful Tools for Your 
California Fire Code 




a. Significant Changes to the California Fire Code, 
2016 

Key changes are identified then followed by in-depth 
discussion and helpful visuals. Based on the popular 
Significant Changes to the 1-Codes series from ICC and 
Cengage Learning, this full-color guide is a valuable 
resource for learning the newest California Fire Code. 

The book identifies critical changes from the 2013 to 
2016 editions and adds expert discussion with a detailed 
illustration for each change. 

SOFT COVER #5592S16 
PDF DOWNLOAD #8950P735 

b. Turbo Tabs for 2016 California Fire Code 

Flip right to the most commonly used sections of the code! 
Full-page inserts feature key sections of the code printed on 
the tabs in an easy-to-read format. 

#0401TL16CA 

California Fire Inspection Guide: Based on the 2016 
California Fire Code 

Published by the California Fire Prevention Officers 
Association, this is a handy pocket-sized guide for both 
fire prevention inspectors and engine company members. 
Convenient booklet format separated by occupancy allows 
the user to look up exiting, fire extinguisher, housekeeping, 
electrical questions, and more in the field. Based on the 
2016 California codes and Title 19 requirements this easy 
to use reference is a must have for anyone conducting basic 
fire prevention inspections. 

SOFT COVER #4409S16 


c. Fire Code Essentials: Based on the 2015 IFC 

Detailed full-color illustrations enhance comprehension 
of code provisions 

Explores those code provisions essential to understanding 
the application of the IFC in a straightforward and easy-to- 
read format. The user-friendly approach of the text simplifies 
critical concepts so that users can achieve a more complete 
understanding of the code’s intent. Full-color illustrations, 
examples and simplified tables assist the reader in visual¬ 
izing the code requirements. This up-to-date, step-by-step 
guide’s topic organization reflects the intent of the code 
and facilitates understanding and application of the code 
provisions. 

SOFT COVER #4431S15 
PDF DOWNLOAD #8950P598 

d. 2015 IFC® Code and Commentary 

This helpful publication contains the full text of 2015 IFC, 
including tables and figures, followed by corresponding 
commentary at the end of each section to help code users 
understand the intent of the code provisions and learn how 
to apply them effectively. 

SOFT COVER #3410S151 
PDF DOWNLOAD #874P15 
SOFT + PDF COMBO #3410SP15 


Order Your California Code Tools Today! 
1 - 800 - 786-4452 
www.iccsafe.org/books 


16-12644 
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INTERNATIONAL 

CODE 

COUNCIL 


Get Connected with the Best Code Resources 
and Member Benefits in the Industry 

As a building professional, being connected to a Member-driven association that offers exclusive 1-Code resources 
and training can play a vital role in building your career. No other building code association offers you more 1-Code 
resources to help enhance your code knowledge and your career than the International Code Council® (ICC®). 

Become an ICC Member now to take advantage of: 

• Free code opinions from 1-Codes experts 

• Free 1-Code book(s) or download to new Members* 

• Discounts on 1-Code resources, training and certification renewal 

• Free access to employment opportunities in the ICC Career Center, including posting jobs 

• Free benefits - Governmental Members: Your staff can receive free ICC benefits too* 

• Great opportunities to network at ICC events 

• Savings of up to 25% on code books & Training materials 

Get connected now! Visit our Member page at www.iccsafe.org/membership or 

call 1-888-ICC-SAFE (422-7233), ext. 33804 to join or learn more today! 


*Some restrictions apply. Speak with an ICC Member Services Representative for details. 












